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SUB J : MEDICAL TREATMENT OF MAIOR GENERAL HUSSAIN SADIQ 

1 . MAJOR GENERAL HUSSAIN SADIQ, SECRETARY TO MINISTER OF 
DEFENSE, WAS ISSUED NIV(B-2) ON AUGUST 18, 1976 FOR 
MEDICAL TREATMENT. HE IS SUFFERING FROM HEART DISEASE. 

2. USINT OFFERED TO REQUEST DEPARTMENT PROVIDE ANY ASSISTANCE 
OR CONTACTS HE MIGHT WISH, BUT HUSSAIN SADIQ DID NOT 
RESPOND TO OUR OFFERS. HE WAS DUE TO ARRIVE U.S. O/A AUGUST 

24 FROM LONDON AND THE PERSONNEL OF THE IRAQI INTERESTS 
SECTION IN WASHINGTON WILL MEET HIM. IF APPROPRIATE, 

DEPT. MAY WISH TO ENQUIRE THRU IRAQI INTERESTS SECTION 
IF ANY ASSISTANCE WOULD BE WELCOME. 

3. MAJOR GENERAL SADIQ WILL BE IN THE U.S. FOR ABOUT ONE 
MONTH. HE IS ACCOMPANIED BY HIS WIFE, MRS. RASMIA 
IBRAHIM MOHAMMED. 

KIT LOUGH 
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